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PARCEL POST EXPRESS FREIGUT TRUCK GRARGES PURCHASE GARBER Ne. CLASSIFICATION 
Via: Acme Sales 10057 
yi eam | GUANTITY | PART NO. ISSUE NO. DESCAUPTION 2 
8m (e a Components, Radan Systems Model PC-211, Serials 64 and 65 / 
_| f (See attached list of components by serial.) <a 
3 > ie eA Components, Group "A" Agscessories, Sets ; 
fe et ete, (See attached list of components by type.) 
12 12 Handbooks, Radan System 
7 (See attached list of books by type.) 
= 2: 
le The above items were sold to HQ, Bolling AF Base, Washington, D.C.;, 
| and shipped to the Western Area Office for installation, Items 
| 4at WAO th Sonsent of customer for him. 
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Raden Navigation System G+0l-1 Model PC~211, Serials 64 and 65, which 


consist of: 

‘6441-1 Antenna Receiver-Transmitter, Serials 84 and 85. 

64452) Frequency Tracker, Serials 83 and 86. 

6443.1 Control Panel, Serials 75 and 82. 

one | Indicator, Serials 84 and 85. . 

“Group A" Accessories, two sets, each set consisting of the following: 
6442-74 Mounting Base Assembly 1 each 7 
105-123+532 § Plug-Cord Connector, Control Panel 1 each 
1056123~=531 Plug-Cord Connector, ART 1 each 
105212723 End Bell, Straight, Control Panel 1 each 
105-127-103 End Bell, 90°, ART 1 each 
105~142-2 Plug and Clamp, Straight, Indicator 1 each 
105-152-1  - Plug, Angle, ART 1 each 

105—1 4-3 End 801], Frequency Tracker | 1 each 
105-1902 Connector, Frequency Tracker 1 each 

250— Hel Shock Mount, ART 3 each 

Radan System Handbooks, consisting of four each of the. following: ie 


Sit nl3 PC-201. Handbook 
Si PC.20]. Errata Sheet Set 
5146-165 PC~21]. Supplements to PC-201 Handbook 
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